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CHRISTINA CARLILE GILES 


Christina Carlile Giles was born Novem- 
ber 17, 1849, in Greisburg, England, daugh- 
ter of John Carlile and Elizabeth William- 
son, and died December 10, 1942. 

She married William Giles on June 13, 
1868, who was born March 26, 1843, in 
Broxholme, Lincolnshire, England, and died 
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November 11, 1895. William Giles was 
the son of William Giles and Sarah Huskin 
son Giles. 

Children: John William (Rachel Ann Tay- 
lor), Sarah F. (George Clegg), Christina 
Annie (Byron Averett), Mary E. (David 
Baird), Martha K. (Andrew Erickson), 
Ellen M. (Wilford Howarth), Edwin H. 
(unmarried), Alma (Cleo Dennis). Five 
children died in infancy. 


